Sent: 

To: 


Subject: 


From: 


contactgov [/0=EXCHANGELABS/OU=EXCHANGE ADMINISTRATIVE GROUP 
(FYDIBOHF23SPDLT)/CN=RECIPIENTS/CN=7CE8741105614AFE8A8CC762547A4B2C-CONTACTGOV] 
11/30/2017 10:24:47 AM 

Noble, \A/ill [/o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDIBOHF23SPDLT)/cn=Recipients/cn=5f80f8c2866843c2b6a9318f9c4055cc-wnoble] 

FW: [External] Form submission from: Contact Governor Cooper 


From; NC Gov. Cooper [mailto:ncgovernor.webforms@gmail.com] 
Sent: Tuesday, November 14, 2017 10:45 AM 
To; contactgov <contactgov@nc.gov> 

Subject: [External] Form submission from: Contact Governor Cooper 


CAUTION: External email. Do not click links or open attachments unless verified. Send all suspicious email as an attachment to 
report.spam@nc.fiov . 


Submitted on Tuesday, November 14, 2017 - 10:44 am 

Submitted by anonymous user: 10.10.55.169 

Submitted values are: 

First Name Pigeon 
Last Name O'Brien 
City Chapel Hill 
State North Carolina 
Email pidge@msn.com 
Phone Number 
Message 

Thank you for delaying the Tracked gas pipeline water-crossing permit. Now please deny it completely. 
The results of this submission may be viewed at: 
https ://governor.nc. gov/node/11 /submission/25127 


Email correspondence to and from this address may be subject to the North Carolina Public Records Law and may be disclosed to third parties by an authorized 
state official. 









